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Message Text 

CONFIDENTIAL 

PAGE 01 PARIS 11752 102006Z 
ACTION EB-08 

INFO OCT-01 EUR- 1 2 ISO-OO DODE-OO NSAE-00 ICA-11 
TRSE-00 SOE-02 DOE- 15 CIAE-00 COME-OO ACDA-12 
OES-07 /068 W 

073511 110246Z/21 

R 102000Z APR 78 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 9872 

CONFIDENTIAL PARIS 1 1752 

US OECD 

EXCON 

E.O. 11652: XGDS1 

TAGS: ESTC, COCOM, GW, GE 

SUBJECT: GERMAN MEASURING GEARBOXES WITH RESOLVERS TO 
GDR IL 1568 

REF: (A) SCOM DOC (78) 527, (B) PARIS 9788 

1 . GERMAN DEL AGAIN PRESSING FOR FINAL POSITION OR 
STATUS REPORT ON REFCASE A WHICH HAS BEEN PENDING UN- 
MOTIVATED US RESERVE SINCE MARCH 13. GERMAN AUTHORITIES 
BELIEVE THAT THIS IS SIMPLE STRAIGHT-FORWARD REQUEST 
AND DO NOT UNDERSTAND WHY SUCH A LONG PERIOD OF TIME IS 
REQUIRED FOR US STUDY. 

2. ACTION REQUESTED: FINAL POSITION OR STATUS REPORT 
ON REFCASE ASAP. 

SALZMAN 

CONFIDENTIAL 
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Current Classification: UNCLASSIFIED 

Concepts: IL 1568, STRATEGIC TRADE CONTROLS, EXPORT LICENSES 

Control Number: n/a 
Copy: SINGLE 
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Decaption Date: 01 jan 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 20 Mar 2014 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1978PARIS1 1752 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XI 

Errors: N/A 

Expiration: 

Film Number: D780154-1201 

Format: TEL 

From: PARIS USOECD 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1978/newtext/t19780474/aaaacldi.tel 

Line Count: 44 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
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Office: ACTION EB 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
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Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 18 may 2005 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 
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Secure: OPEN 
Status: NATIVE 
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